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1. MISSION 3215. "Q" BAY PRESSURE FAILING CAUSED HIGH VOLTAGE 
ARCING IN POWER/SUPPLY. BLOWING TWO POWER TRANSISTORS TYPE 2Ni 7h. 
UNITS REPLACED AND BENCH CHECKED OK. 
2. AIRCRAFT. CHECK INDICATES[ |] 3% OPERATIONAL. 
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